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JEANETTE  LOCKE  RUSSELL 


born:  December  29,  1859 
died:  February  6,  1864;  buried  in  Maplewood  Cemetery,  Carbondale, 
Pa.;  in  her  notes,  Eleanor  Pritchard  Jones  states  following 
the  name  Jeanette  Locke  Russell:  "died  of  black  fever  in 
childhood" 


On  June  16,  1978,  SRP  and  DWP  examined  the  official 
records  of  Maplewood  Cemetery.  Therein  the  following 
information  is  given  about  Jeanette  Locke  Russell: 
"#1364  Russell,  Jeanette  L.  [died]  4  yr  3  mo  [cause  of 
death]  spotted  fever  [date  of  death]  February  6,  1864 
[buried]  February  7,  1864  [place  of  birth]  America." 


For  information  about  fever  epidemics  that  broke  out  in 
the  city  of  Carbondale  and  adjoining  areas  during  the 
sixth  decade  of  the  nineteenth  century,  see  pp . 2203-2204 • 1 
of  Vol.  1  of  SRP. 
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